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BID  to  enter  the  approaching  seasons 
.  .  .  with  lighting  fixtures  of  utmost 
practicability  and  modernism. 

Behind  our  products  ...  an  inspiring 
organization,  with  new  and  progressive 
ideas  .  .  .  combining  practical  knowledge 
and  experience  with  courage,  conviction, 
and  a  faith  in  the  future  —  steadily  forg¬ 
ing  ahead  —  setting  the  pace  today  —  with 
“Hi-Lights  of  Tomorrow  ” 

In  this  catalogue  we  have  assimilated  the 
newest  designs  and  most  advanced  ideas  in 
modern  lighting  fixtures  for  Commercial  and 
Residential  uses  —  combining  expert  craft- 
manship,  choice  materials  and  advanced 
styling.  All  blended  together  they  produce 
the  finest  in  lighting  fixtures. 


SEND  ALL  CORRESPONDENCE  TO 

GENERAL  OFFICES 
2015  EAST  65th  STREET 
CLEVELAND,  OHIO 


Digitized  by  the  Internet  Archive 
in  2020  with  funding  from 
Columbia  University  Libraries 


https://archive.org/details/lightingequipmenOOIigh 


FLUORESCENT  UNITS 

udth  HeAHio^  ^uhe6, 

DIVISION  -  A 


A.  C.— D.  C.  (UNIVERSAL)  APPROVED  BY  UNDERWRITERS  LAB.  INC. 

POWER  FACTOR  OVER  95% 


All  our  fluorescent  fixtures  .  .  .  any  style  .  .  .  may  be  had  equipped  with  a  "Special”  small 
glass  unit  (resistor-tube)  which  eliminates  the  "auxiliary",  condenser,  and  high  installation 
costs.  This  unit  allows  the  fixtures  to  operate  on  both  "A.  C.  and  D.  C."  (UNIVERSAL)  current. 
It  eliminates  all  noises  and  humming  since  absolutely  no  ballast  unit  is  utilized  .  .  .  although 
it  still  necessitates  the  use  of  a  starter-switch. 

The  power  factor  on  these  units  is  over  95%.  This  is  accomplished  by  eliminating  the 
reactor,  capacitor  and  compensator  on  A.  C.  current;  eliminating  the  reactor  and  resistor  set-up 
on  D.  C.  current  and  substituting  the  resistor-tube.  The  units  thus  equipped  are  simply  con¬ 
structed  and  are  as  easily  operated  as  an  electric  iron  or  any  similar  electrical  contrivance. 


REPORTS  AND  RESULTS  ON  TEST  MADE  BY  UNDERWRITERS  LAB.  INC. 


Top  of  reflector,  inside  of  enclosure  . 

Resistor  nipple  where  lead  enters . 

Switchless  lamp  holder  toward  resistor 
Switched  lamp  holder  toward  resistor  ... 

Outside  of  starting  switch  . 

Center  of  resistor  tube  . 

Top  of  enclosure  . 

Room  temperature  . 


..  60  degree  Centigrade 
..50  degree  Centigrade 
..44  degree  Centigrade 
..44  degree  Centigrade 
..52  degree  Centigrade 
130  degree  Centigrade 
..42  degree  Centigrade 
..25  degree  Centigrade 


Units  equipped  with  resistor-tube  are  adaptable  for  25,  50,  and  60  cycle. 


NOTE:  In  ordering  Fluorescent  with  resistor-tube,  please  write  Fixture  number  and  add  "Divi¬ 
sion  A."  There  is  a  nominal  additional  charge  for  fixtures  of  Division  A  type  as  shown  on 
price  list.  (See  price  list — Division  A.) 
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FLUORESCENT  DESK  LAMPS 


These  lamps  ue  constructed  both  for  Residential  and 
Commercial  uses. 


FLO-501 


FLO-500 


FLO-499 


Fluorescent  lamps  are  used  economically  and  effici¬ 
ently  where  daylight  effect  and  cool  light  is  most 
desirable. 


FLO-499  (15  Watt  Bulb)  Height  18"— Hood  19" 

Base  7"  Dia. 

Finished  in  Sprayed  Statuary  Bronze 
Supplied  with  White  Enamel  Reflector 
Shipping  Weight — 12  Pounds 

FLO-500  (15  Walt  Bulb)  Height  18"— Hood  19" 
Base  6^4  x  8" 

Finished  in  Sprayed  Statuary  Bronze 
Supplied  with  White  Enamel  Reflector 
Shipping  Weight — 14  Pounds 

FLO-501  (15  Watt  Bulb)  Height  91/2"— Hood  19" 
Base  QV4  X  8" 

Finished  in  Sprayed  Statuary  Bronze 
Supplied  with  White  Enamel  Reflector 
Shipping  Weight  I3V2  Pounds 
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FLO-502  (15  Watt  Bulb)  For  2  Lights 
Length  19"— Width  6V4" 
Suspension  Overall  27" 

FLO-502  (20  Watt  Bulb)  For  2  Lights 
Length  25"— Width  6^4" 
Suspension  Overall  27" 

FLO-503  (15  Watt  Bulb)  For  3  Lights 
Length  19" — Width  8 1/2" 
Suspension  Overall  27" 


FLO-503  (20  Watt  Bulb)  For  3  Lights 
Length  25"— Width  8V2'' 
Suspension  Overall  27" 


FLO-504  (15  Watt  Bulb)  For  4  Lights 
Length  19"— Width  9V2" 
Suspension  Overall  27" 

FLO-504  (20  Watt  Bulb)  For  4  Lights 
Length  25"— Width  91/2" 
Suspension  Overall  27" 

FLO-505  (15  Watt  Bulb)  For  5  Lights 
Length  19"— Width  11" 
Suspension  Overall  27" 

FLO-505  (20  Watt  Bulb)  For  5  Lights 
Length  25"— Width  11" 
Suspension  Overall  27" 


Finished  in  Bright  Polished  or  Smooth  Satin  Chrome 
Bulbs  not  furnished  with  fixtures. 

{Packed  in  Individual  Cartons.) 


SUSPENSION  FLUORESCENT  FLOODLIGHTS 


Number 

Lights 

Length 

Width 

Depth 

Watts 

FLO-506a 

1 

19" 

5Va" 

2%" 

(D— 15 

FLO-506b 

2 

19" 

8" 

25/8" 

(2)— 15 

FLO-506C 

3 

19" 

11" 

21/2" 

(3)— 15 

FLO-506aa 

1 

25" 

51/8" 

2%" 

(D— 20 

FLO-506bb 

2 

25" 

8" 

25/8" 

(2)— 20 

FLO-506CC 

3 

25" 

11" 

2^2" 

(3)— 20 

V/hite  Enamel  Reflectors — Outside  finished  in  Black. 

Supplied  with  8  foot  Cord  and  Plug. 

Bulbs  not  furnished. 


UTILITY  FLUORESCENT 


This  Fluorescent  is  adaptable 
for  both  Commercial  and  Resi¬ 
dential  units.  It  is  wired  with 
canopy,  cord  and  plug.  There 
is  no  need  for  rewiring  or  re¬ 
installing  any  fixtures  . .  .  simply 
screw  the  plug  into  any  four 
or  six  inch  canopy  and  tighten 
shade  screws  for  secure  hang¬ 
ing. 


FLO-507  (15  Watt  Bulb)  For  2  Lights 
Length — 19" 

Fitter — 4"  or  6" 

FLO-507  (20  Watt  Bulb)  For  2  Lights 
Length — 25" 

Fitter — 4"  or  6" 

FLO-508  (15  Watt  Bulb)  For  3  Lights 
Length — 19" 

Fitter — 4"  or  6" 

(Same  Style  as  FLO-507) 

FLO-508  (20  Watt  Bulb)  For  3  Lights 
Length — 25" 

Fitter — 4"  or  6" 

(Same  Style  as  FLO-507) 


FLO-511  (15  Watt  Bulb)  For  4  Lights 
Length — 19" 

Fitter— 6" 

(Same  Style  as  FLO-507) 


FLO-511  (20  Watt  Bulb)  For  4  Lights 
Length — 25" 

Fitter — 6" 

(Same  Style  os  FLO-507) 


FLO-512  (15  Watt  Bulb)  for  5  Lights 
Length — 19" 

Fitter— 6" 

(Same  Style  as  FLO-507) 


FLO-512  (20  Watt  Bulb)  For  5  Lights 
Length — 25" 

Fitter— 6" 

(Same  Style  as  FLO-507) 


FLO-509  (2)  Two- 15  Watt  Bulbs 
(Individually  Controlled) 

Adjustable  for  height  on  24"  stem 
Extreme  extension  20"  swivel  jointed 
Finished  in  Sprayed  Statuary  Bronze 
Furnished  with  white  enamel  reflector 
Choice  of  brackets 

{Packed  in  Individual  CartoTis.) 


FLO-509  (1)  One  15  Watt  Bulb 
(Some  description  as  above) 


FLUORESCENT  EXTENSION  LAMPS 


This  fixture  features  all  the 
advantageous  qualities  of  Flu¬ 
orescent  lighting  with  additional 
characteristics  which  allow  them 
to  be  utilized  in  new  fields. 

The  extension-swivel  bracket 
amply  satisfies  the  necessity  of 
close-lighting  desired  by  Den¬ 
tists,  Physicians,  Draftsmen,  Art¬ 
ists  and  many  others  who,  "at 
a  flick  of  the  wrist"  may  thrust 
the  bracket  out  of  the  way. 

Extension  brackets  are  wired 
with  auxiliary  units  on  the  ex¬ 
terior. 


FLO-510 


FLO-5 10  (15  Watt  Bulb) 

18"  Wall  Bracket  (Adjustable  for  height) 
Extreme  extension  20"  (Swivel  Jointed) 

FINISHES:  Plain  Flat  Black,  Cabinet  Green,  Black  Wrinkle, 

Brown  Wrinkle 


Furnished  with  White  Enamel  Reflector 


{Packed  in  Individual  Cartons.) 


ry, 
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FLUORESCENT  BRACKETS 


FLO-315 


FLO-316 


FLO-317  (STRIPED) 


wsMmm 


«S 


FLO-315  (15  Watt  Bulb) 

Back  31/4  X  19" 

FLO-315  (20  Watt  Bulb) 

Length  25" 

FLO-316  (15  Watt  Bulb) 

Back  4x19" 

FLO-316  (20  Watt  Bulb] 

Length  25" 

FLO-317  (15  Watt  Bulb) 

Back  2  X  19" 

With  Reflector 

FLO-317  (20  Watt  Bulb) 

Length  25" 

With  Reflector 

Made  in  Bright  Polished  or  Satin  Striped  Chrome  Finishes 
Approved  by  UNDERWRITERS  LABORATORIES,  INC.  Furnished  with  U.  L.  Labels. 

{Packed  Individtially — six  to  a  shipping  carton.) 


,/a. 
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LU-200/12  (STRIPED) 


<cHi- 


O 

LU  Ml  LINE  BRACKETS 


LU-300/12  Back  2%  x  IS^" 

LU-300c/12  With  Convenience  Outlet 

LU-200/ 1 2  Back  31/4x14 1/4  " 

LU-200c/12  With  Convenience  Outlet 

LU-300/18  Back  2%  x  19% " 

LU-300c/18  With  Convenience  Outlet 

LU-200/ 18  Back  31/4  x  20" 

LU-200c/18  With  Convenience  Outlet 

t 

i 

1  Made  in  Bright  Polished  or  Satin  Striped  Chrome  Finishes 

.  Approved  by  UNDERWRITERS  LABORATORIES,  INC.  Furnished  with  U.  L.  Labels. 

^  {Packed  individually — one  dozen  to  a  shipping  carton.) 

...  _ ^  11 
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CHROMIUM  HALF -SHADE  BRACKETS 


HS-700  Back  3V2  x  6" 
Wall  Extension  3" 

HS-700c  Same  as  above 
With  Convenience  Outlet 


HS-701C  Back  41/4x6%" 
Wall  Extension  31/4" 
With  Convenience  Outlet 

HS-701  Same  as  above 
Less  Outlet 


HS-702C  Back  31/2x61/2" 
Wall  Extension  3%" 
With  Convenience  Outlet 


HS-703  Back  4%  x  21/4" 
Two  Pieces 
Extension  3%" 

HS-703c  Same  as  above 
With  Convenience  Outlet 


HS-704  Dimensions  same  as  HS-703 
Made  in  one  piece 
Wall  Extension  3" 

(Not  Illustrated) 

HS-704c  Same  as  above 
With  Convenience  Outlet 


HS-705C  Back 

Wall  Extension  3%" 
With  Convenience  Outlet 

HS-705  Same  as  above 
Less  Outlet 

HS-706C  Back  4%  x  5%" 
Wall  Extension  3" 
With  Convenience  Outlet 

HS-706  Same  as  above 
Less  Outlet 

HS-707C  Back  4%  x  5%" 
Wall  Extension  3" 
With  Convenience  Outlet 


HS-702  Same  as  above 
Less  Outlet 


HS-707  Same  as  above 
Less  Outlet 


These  units  are  wired  with  pull  chain,  sockets  and  ccmplete  lock-up  parts. 

{Packed  in  Individual  Cartons.) 


CB-1503C 


CB-1504 


CB-lSOSc 


CB-1500 


CB-1502C 


CB-1500  Back  O^/z  x  9" 
Extension  4" 

Opal  Cylinder  2  x  6" 

CB- 1500c  Same  as  above 
With  Convenience  Outlet 


CB- 1503c  Back  4x10" 
Extension  4" 

Opal  Cylinder  2  x  6" 
With  Convenience  Outlet 


CB-1503  Same  os  above 
Less  Outlet 


CB-1501  Back  3^2  x  8^2" 
Extension  4 Vi" 

Opal  Cylinder  2  x  6" 

CB- 1501c  Same  as  above 
With  Convenience  Outlet 


CB-1504  Back  2%  x  12" 
Extension  3  Vi" 

Opal  Cylinder  2  x  8" 

CB- 1504c  Same  as  above 
With  Convenience  Outlet 


CB-1502c  Back  3  x  9" 
Extension  3V2" 

Opal  Cylinder  2  x  6" 
With  Convenience  Outlet 

CB-1502  Same  as  above 
Less  Outlet 


CB- 1505c  Back  3x10" 
Extension  4*/2" 

Satin  Finish  Cylinder  3  x  6" 
With  Convenience  Outlet 

CB-1505  Same  os  above 
Less  Outlet 


wired  with  Turn-Knob  Switch 

(Packed  individually — one  dozen  to  a  shipping  carton.) 
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CHROMIUM  BRACKETS 


B-708c  Back  3V4  x  6" 
Wall  Extension  8^2" 
With  Convenience  Outlet 

B-708  Same  as  above 
Less  Outlet 

B-709C  Back  31/4"  x  6" 
Wall  Extension  3V2" 
With  Convenience  Outlet 

B-709  Same  as  above 
Less  Outlet 

B-710  Back  3%  X  61/2" 
Wall  Extension  3V2" 

B-710c  Same  as  above 
With  Convenience  Outlet 


B-711c  Back  3y8x6y2" 
Wall  Extension  4" 
With  Convenience  Outlet 

B-711  Same  as  above 
Less  Outlet 

B-712c  Back  3%  x  71/4" 
Wall  Extension  4" 
With  Convenience  Outlet 

B-712  Same  as  above 
Less  Outlet 

B-713c  Back  4^4  x  6%" 
Wall  Extension  4" 
With  Convenience  Outlet 

B-713  Same  as  above 
Less  Outlet 


Brackets  wired  with  Bakelite  Socket,  Turn-Knob  Switch,  and  complete  Lock-Up  Parts. 

{Packed  in  Individual  Cartons.) 
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B-714C  Back  VA  x  6" 
Wall  Extension  4" 
With  Convenience  Outlet 

B-714  Same  as  above 
Less  Outlet 

B-715  Back  2x71/2" 
Wall  Extension  3" 

B-716C  Back  43/4x53/4" 
Wall  Extension  3V2" 
With  Convenience  Outlet 

B-716  Same  as  above 
Less  Outlet 


B-717  Back  31/2x6" 
Wall  Extension  4" 

B-717c  Some  as  above 
With  Convenience  Outlet 

B-718C  Back  43/4x51/2" 
Wall  Extension  31/2" 
With  Convenience  Outlet 

B-718  Same  as  above 
Less  Outlet 


Brackets  wired  complete  with  Turn-Knob  Switch  and  complete  Lock-Up  parts. 

(Packed  in  Individual  Cartons.) 
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C-600  Ivory  Canopy  5V2" 

With  4"  Fitter 

Wired  with  Sign  Receptacle  and  Strap 
Glass  Crystal  Top  and  Bottom 


C-603  Two  light  fixture 
Chromium  Plated 
Opal  Glass  11" 

Wired  with  or  without  Pull  Switch 


C-601  Three  light  fixture 
Chromium  Plated 
Opal  Hemisphere  Gloss  11" 
Wired  with  or  without  Pull  Switch 


C-602  Two  light  fixture 
Chromium  Plated 
Opal  Glass  8" 

Wired  with  or  without  Pull  Switch 


C-604  Chrome  Canopy  SV2" 

With  4"  Fitter 

Wired  with  Sign  Receptacle  and  Strap 
Glass  Crystal  Top  and  Bottom 
For  150  Watt  Bulb 

Louvre- Aluminum  finish — 14"  spread 


'omoxxovi} 


C-605  Semi-indirect 
Supported  by  Harp 
Locked  with  bottom  Finial 
White  or  Ivory  Holder 
Wired  Complete 
Glass  91/2" 

Glass  finish:  Jack  Frost 

White,  Blue,  Pink,  Green  and  Amber 


C-606  Semi-indirect 
Supported  by  three  chains 
White  or  Ivory  Holder 
Wired  Complete 
Glass  9^2" 

Glass  finish:  Jack  Frost 

White,  Blue,  Pink,  Green  and  Amber 


C-607  One  light  fixture 
Canopy  4V2" 

Satin  Cone  Stepped  Glass 
Holder  finished  in  White,  Ivory  or  Chrome 
Wired  Keyless 

C-608  Semi-indirect 
Supported  by  three  chains 
White  or  Ivory  Holder 
Wired  Complete 
Glass  91/2" 

Glass  finish:  Jack  Frost 

White,  Blue,  Pink,  Green  and  Amber 


C-609  One  light  fixture 
White  or  Ivory  Holder 
Canopy  5^2" 
Cone  Glass  with  Clip 
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Green,  Rose,  Ivory,  Amber  and  Crystal 


1400  Canopy  SVa" 
Fitter  4" 

Wired  with  Sign  Receptacle 

1402  4"— 4"  Holder 
Chrome  Pendant 
Length  Overall  36" 

6"  Canopy 
Wired  Complete 
Strap  Hook-up 

1402  6"— 6"  Holder 

1403  4"— 4"  Holder 
Chrome  Pendant 

Length  Overall  36" 

6"  Slip  Canopy 
Wired  Complete 

1403  6"— 6"  Holder 


1404  4"  Holder 
Chrome  Finish 
Wired  and  Strop 

1404  6"  Holder 
Chrome  Finish 
Wired  and  Strap 

1406  Canopy  SVi” 
Sprayed  White  or  Ivory 

Wired  and  Strap 

1407  Canopy  51/2" 
Sprayed  White  or  Ivory 

Wired  and  Strap 


V-10  Cup  Shade  Opal  Glass 

V-11  Satin  Cone 
^Va”  Fitter 

E-12  Cup  Shade 
Crystal  (Pin-Stripe) 
White  Enamel  on  all  Opal 

E-13  Opal  hali-shade 
21/4"  Fitter 

E-14  2x6"  Opal  Cylinder 

E-15  Opal  half-shade 
Closed  Crystal  Bottom 
3^4"  Fitter 
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E-16  Opal  Bell-shape  Glass 

V-17  With  bottom  lock-up  center  hole 
Diameter — 10  V2” 

(White,  Blue,  Green,  Pink  and  Amber) 
Also  finished  in  sprayed  Jack  Frost 

E-18  Ribbed  Cone  Glass 
Diameter — 5  V4” 

Inside  Clip 

(Green,  Rose,  Ivory,  Amber  and  Crystal) 

E-19  Crystal  Louvre  Bottom 
4  X  6"  White  Enamel 


E-19x  Same  as  E-19 
4  X  8"  White  Enamel 

E-20  4  X  6"  Crystal  Top  and  Bottom 


E-20x  Same  as  E-20 
4  X  8"  Crystal  Top  and  Bottom 

V-21a  4x8"  Opal  Glass 

V-21b  Same  as  V-21a 
4  X  10"  Opal  Glass 

V-21c  Some  as  V-21a 
4x12"  Opal  Glass 

V-21d  Same  as  V-21a 
4  X  14"  Opal  Glass 

V-21e  Same  as  V-21a 
6x16"  Opal  Gloss 
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RECESS  BOXES 

Featuring  the  following 


All  Specific  instructions  issued  for  the  making  of  these  boxes  by 
APPROVAL  the  Underwriter's  Laboratory,  Incorporated,  are  strictly  observed. 

Construction  has  been  approved  by  the  Underwriters  and  all  boxes 
carry  the  Underwriter's  Labels. 


CONSTRUCTION 


20  U.  S.  gauge  .  .  .  rust-resisting  .  .  .  lead-covered  steel. 

All  frames  are  manufactured  from  Solid  Brass — finished  in  highly 
polished  Chromium. 


REFLECTORS 


Made  of  crimped  chromium  .  .  .  giving  a  uniform  diffusion  of  light. 


SPOT  WELDED 


All  boxes  electrically  spot-welded  .  .  .  insuring  durability  and 
satisfaction. 


FURNISHED  -Adjustable  screws  are  furnished  with  each  box  for  simple  mount¬ 
ing. 


GLASS  PANELS 


Units  can  be  eguipped  with  either  Flashed  Opal  or  Pebble  Fin¬ 
ished  Glass  or  a  combination  of  both. 


SUPERIORITY 


The  scientific  construction  of  these  boxes  utilizes  the  maximum 
wattage  possible,  accommodating  60  to  150  Watt  bulbs. 


Temperature  report  as  shown  in  tests  made  by  UNDERWRITERS  LABORATORIES,  INC. 


Location  of  Thermacouple  Temperature  in  Degree  Centigrade 


X-09 

X-02 

X-012 

X-05 

X-0I3 

X-06 

X-015 

X-0I6 

Screw  shell  of  receptacle  . 

140 

144 

153 

145 

148 

Side  of  enclosure  opposite  lamp  center . 

107 

123 

125 

115 

148 

Top  of  enclosure  opposite  lamp  center  . 

131 

126 

144 

130 

129 

Wooden  Housing  opposite  No.  2  . 

72 

90 

81 

78 

87 

Wooden  Housing  opposite  No.  3 . 

90 

81 

90 

89 

71 

Room  Temperature  . 

24.5 

24.5 

24 

24.5 

25 

Number 

Box  Size 

Frame  Size 

Lamp  Size 

X-01 

6y2X  6^2x4" 

8x  8x1/4" 

60  Watt 

SQUARE 

X-02 

9y2x  91/2x4" 

11x1 1x1 1/4" 

150  Watt 

SEMI-FLUSH 

X-03 

8%x  8%x4" 

10x10x1 /4" 

100  Watt 

X-04 

103/4x103/4X4" 

12x12x1/4" 

150  Watt 

OBI  ONG 

X-05 

4/2X  7/2x4" 

6x  9x1/4" 

60  Watt 

Xi/ JU  JjiV.y  11 

Cr*TV>rT  t?T  TTOTJ 

X-06 

73/4x10/2X4" 

9x12x1/4" 

150  Watt 

O  £  iVl  1 "  F  L  U  0 11 

X-07 

6/2x103/4x4" 

8x12x1/4" 

100  Watt 

X-08 

6/2X  6/2x4" 

8x  8" 

60  Watt 

SQUARE 

X-09 

9/2X  9/2x4" 

11x11" 

150  Watt 

FLUSH 

X-010 

83^x  83^x4" 

10x10" 

100  Watt 

X-011 

103/4x103/4X4" 

12x12" 

150  Watt 

OBLONG 

X-012 

4/2X  7/2x4" 

6x  9" 

60  Watt 

FLUSH 

X-01 3 

73/4x10/2X4" 

9x12" 

150  Watt 

A  U  W  A  A 

X-01 4 

6/2X103/4x4" 

8x12" 

100  Watt 

ROUND 

X-01 5 

6/2"  Diam.  4"  Deep 

7/2"  Diam. 

60  Watt 

BOXES 

X-01 6 

10/4"  Diam.  4"  Deep 

11/2"  Diam. 

150  Watt 
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PRICE  LIST 


FLUORESCENT  UNITS 

DIVISION  -  A 


Flo 

506a  . 

. $  8.25 

6 

Flo 

504  (20W)  . 

. Division  A . 

.  34.14 

Flo 

506b  . 

. Division  A . 

.  15.00 

6 

Flo 

512  (15W)  . 

. Division  A . 

.  34.80 

Flo 

506c  . 

.  21.87 

6 

Flo 

512  (20W)  . 

. Division  A . 

.  38.25 

Flo 

506aa  . 

. Division  A . 

.  8.61 

6 

Flo 

505  (15W)  . 

. Division  A . 

.  38.10 

Flo 

506bb  . 

. Division  A . 

.  15.90 

6 

Flo 

505  (20W)  . 

. Division  A . 

.  41.55 

Flo 

506cc  . 

. Division  A . 

.  22.89 

6 

Flo 

315  (15W)  . 

. Division  A . 

.  8.91 

Flo 

499  . 

.  11.25 

4 

Flo 

315  (20W)  . 

. Division  A . 

.  9.51 

Flo 

500  . 

. Division  A . 

.  13.56 

4 

Flo 

316  (15W)  . 

. Division  A . 

.  9.15 

Flo 

501  . 

. Division  A . 

.  12.90 

4 

Flo 

316  (20W)  . 

. Division  A . 

.  9.81 

Flo 

507  (15W)  . 

. Division  A . 

.  17.07 

7 

Flo 

317  (15W)  . 

. Division  A . 

.  8.91 

Flo 

507  (20W)  . 

. Division  A . 

.  18.57 

7 

Flo 

317  (20W)  . 

. Division  A . 

.  9.51 

Flo 

502  (15W)  . 

. Division  A . 

.  20.37 

5 

Flo 

S315  (15W)  .... 

. Division  A . 

.  9.66 

Flo 

502  (20W)  . 

. Division  A . 

.  21.87 

5 

Flo 

S315  (20W)  .... 

. Division  A . 

.  10.26 

Flo 

508  (15W)  . 

.  22.53 

7 

Flo 

S316  (15W)  .... 

. Division  A . 

.  9.96 

Flo 

508  (20W)  . 

.  24.93 

7 

Flo 

S316  (20W)  .... 

. Division  A . 

.  10.71 

Flo 

503  (15W)  . 

. Division  A . 

.  25.83 

5 

Flo 

S317  (15W)  .... 

. Division  A . 

.  9.66 

Flo 

503  (20W)  . 

.  28.23 

5 

Flo 

S317  (20W)  .... 

. Division  A . 

.  10.26 

Flo 

511  (15W)  . 

. Division  A . 

.  27.99 

7 

Flo 

510  . 

. Division  A . 

.  13.41 

Flo 

511  (20W)  . 

. Division  A . 

.  30.84 

7 

Flo 

509-1  . 

......Division  A . 

.  18.66 

Flo 

504  (15W)  . 

.  31.29 

5 

Flo 

509-2  . 

. Division  A . 

.  26.07 

5 

7 

7 

5 

5 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

9 

8 

8 


(See  page  entitled  Fluorescent  Units  With  Resistor  tubes  in  fore  part  of  catalogue.) 


PRICE  LIST 


Fluorescent  Desk  Lamps 


Number  Lites  Lgth.  Price  Page 

Flo  499  . $  9.87  4 

Flo  500  .  12.15  4 

Flo  501  .  11.49  4 


Fluorescent  Ceiling  Fixtures 


Flo  502  (15  W)  2  lights  18" . $17.55  5 

Flo  502  (20  W)  2  lights  24"  .  19.05  5 

Flo  503  (15  W)  3  lights  18"  .  21.60  5 

Flo  503  (20  W)  3  lights  24"  .  24.00  5 

Flo  504  (15  W)  4  lights  18"  .  25.65  5 

Flo  504  (20  W)  4  lights  24"  .  28.50  5 

Flo  505  (15  W)  5  lights  18"  .  31.05  5 

Flo  505  (20  W)  5  lights  24"  .  34.50  5 


Fluorescent  Suspension  Floodlights 


Flo  506a  1  -  18"  . $  6.84  6 

Flo  506b  2  -  18"  .  11.55  6 

Flo  506c  3  -  18"  .  16.50  6 

Flo  506aa  1  -  24"  .  7.20  6 

Flo  506bb  2  -  24"  .  12.00  6 

Flo  506cc  3  -  24"  .  17.25  6 


*  Power-Factors  on  explanation  page 


Utility  Fluorescent 


Flo  507  (15  W)  2  lights  18"  . $14.25  7 

Flo  507  (20  W)  2  lights  24"  .  15.75  7 

Flo  508  (15  W)  3  lights  18"  .  18.30  7 

Flo  508  (20  W)  3  lights  24"  .  20.70  7 

Flo  511  (15  W)  4  lights  19"  .  22.25  7 

Flo  511  (20  W)  4  lights  25"  .  25.20  7 

Flo  512  (15  W)  5  lights  19"  .  27.75  7 

Flo  512  (20  W)  5  lights  25"  .  31.20  7 


Fluorescent  Extension  Lamps 


Number  Lites  Lgth.  Price  Page 

Flo  509  (2)  2  -  18"  . $23.25  8 

Flo  509  (1)  1  -  18"  .  17.25  8 

Flo  510  1  -  18"  .  12.00  9 


Fluorescent  Brackets 


Flo  315  (15  W)  1  -  18"  . $7.50  10 

Flo  315  (20  W)  1  -  24"  .  8.10  10 

Flo  316  (15  W)  1  -  18"  .  7.74  10 

Flo  316  (20  W)  1  -  24"  .  8.40  10 

Flo  317  (15  W)  1  -  18"  .  7.95  10 

Flo  317  (20  W)  1  -  24"  .  8.40  10 

NOTE:  Last  two  numbers  priced  with  reflectors. 

Flo  317N  (15  W)  1  -  18"  . $7.20  10 

Flo  317N  (20  W)  1  -  24"  .  7.95  10 


NOTE:  "N"  stands  for  "NO"  reflector. 


Brackets  of  Satin-Stripe  Chromium 


*Flo  S315  (15  W)  1  -  18"  . 

. $8.25 

10 

Flo  S3 15  (20  W)  1  -  24"  . 

.  8.85 

10 

Flo  S316  (15  W)  1  -  18"  ... 

.  8.55 

10 

Flo  S3 16  (20  W)  1  -  24"  . 

.  9.30 

10 

Flo  S317  (15  W)  1  -  18"  . 

.  8.70 

10 

Flo  S317  (20  W)  1  -  24"  . 

.  9.30 

10 

NOTE:  Last  two  numbers  priced  with  reflectors. 

*Flo  S317N  (15  W)  1  -  18"  ... 

. $7.95 

10 

Flo  S317N  (20  W)  1  -  24"  ... 

.  8.70 

10 

NOTE:  "N"  stands  for  "NO" 

reflector. 

Lumiline  Brackets 


Twelve  inches  long. 


Lu 

300  12  . 

. $2.10 

11 

Lu 

300c  12  . 

.  2.55 

11 

Lu 

200  12  . . . 

.  2.55 

11 

Lu 

200c, 12  . 

.  3.00 

11 

NOTE:  Please  specify  4"  or  6"  fitter  desired. 


*  See  explanation  page. 


PRICE  LIST 


Number  Price  Page 


Lumiline  Brackets  (Cont.) 

Eighteen  inches  long 

Lu  300/18  . 

,...$2.55 

11 

Lu  300c/ 18  . 

...  3.00 

11 

Lu  200/18  . 

...  3.00 

11 

Lu  200c/ 18  . 

...  3.45 

11 

Striped  twelve  inches  long. 

LuS  300/12  . 

...$2.55 

11 

LuS  300c  ,12  . 

...  3.00 

11 

LuS  200/12  . 

...  3.00 

11 

LuS  200c/ 12  . 

...  3.45 

11 

Striped  eighteen  inches  long 

LuS  300/18  . 

,...$3.00 

11 

LuS  300c/ 18  . 

....  3.45 

11 

LuS  200/18  . 

....  3.45 

11 

LuS  200c/ 18  . 

....  3.90 

11 

Chromium  Half-Shade  Brackets 

HS  700  . 

....$1.62 

12 

HS  700c  . 

....  1.92 

12 

HS  701c  . 

....  2.40 

12 

HS  701  . 

....  2.10 

12 

HS  702c  . 

....  2.40 

12 

HS  702  . 

....  2.10 

12 

HS  703  . 

....  1.35 

12 

HS  703c  . 

....  1.65 

12 

HS  704  . 

....  1.35 

12 

HS  704c  . 

....  1.65 

12 

HS  705c  . 

....  2.40 

12 

HS  705  . 

....  2.10 

12 

HS  706c  . 

....  2.25 

12 

HS  706  . 

....  1.95 

12 

HS  707c . 

....  2.40 

12 

HS  707  . 

....  2.10 

12 

'  See  explanation  page  for  3  Vi" 

Fitter. 

Chromium  Brackets 

'B  708c  . 

....  2.31 

14 

B  708  . 

....  2.01 

14 

B  709c  . 

....  2.31 

14 

B  709  . 

....  2.01 

14 

*  See  explanation  page. 


Number  Price  Page 

Chromium  Brackets  (Cont.) 

B  710  .  2.10  14 

B  710c  .  2.40  14 

B  711c  .  2.40  14 

B  711  . 2.10  14 

B  712c  .  2.40  14 

B  712  .  2.10  14 

B  713c  .  2.40  14 

B  713  . .  2.10  14 

B  714c  .  2.10  15 

B  714  .  1-80  15 

B  715  .  2.04  15 

B  716c  .  2.25  15 

B  716  .  1.95  15 

B  717  .  1.80  15 

B  717c  .  2.10  15 

B  718c  .  2.40  15 

B  718  .  2.10  15 

Chromium  Cylinder  Brackets 

*CB  1500  .  2.70  13 

CB  1500c  .  3.00  13 

CB  1501  .  2.70  13 

CB  1501c  .  3.00  13 

CB  1502c  .  3.24  13 

CB  1502  .  2.94  13 

CB  1503c  .  3.24  13 

CB  1503  .  2.94  13 

CB  1504  .  4.05  13 

CB  1504c  .  4.35  13 

CB  1505c  .  4.35  13 

CB  1505  .  4.05  13 

Bedroom,  Kitchen  and  Hall  Fixtures 

*C  600  .  2.22  16 

C  601  .  5.01  16 

C  602  .  3.24  16 

C  603  .  3.99  16 

C  604  with  4x6"  glass  .  2.22  16 

C  604  with  4x8"  glass  .  2.43  16 

Louvres  4x6"  .  1.14  16 

Louvres  4x8"  .  1.20  16 


(Continued  on  next  page) 


PRICE  LIST 


Number  Price  Page 

Bedroom,  Kitchen  and  Hall  Fixtures  (Cont.) 

C  605  .  2.94  17 

C  606  .  2.94  17 

C  607  .  1.65  17 

C  608  .  3.36  17 

C  609  .  1.65  17 

NOTE:  Above  fixtures  are  priced  with  glass 

Hangers  and  Holders 

1400  .  1.35  18 

1402  .  2.25  18 

1403  .  2.55  18 

1404  -  4"  .  1.65  18 

1404  -  6"  .  1.86  18 

1406  .  1.11  18 

1407  .  1.35  18 

Above  priced — less  glass. 

Bare  Holders  With  Strap  and  Screws 

1400  .  1.05  18 

1404  -  4"  .  1.44  18 

1404  -  6"  .  1.65  18 

1406  . 69  18 

1407  . 81  18 

1407c  .  1.11  18 

Finished  in  chromium  as  listed  above,  24c 
off  list  for  ivory  finish. 


Recess  Boxes 
Square  Semi-Flush 

X-01  . $5.25  23 

X-02  .  6.51  23 

X-03  .  6.09  23 

X-04  .  7.35  23 


Number  Price  Page 

Recess  Boxes  (Cont.l 

Oblong  Semi-Flush 

X-05  .  5.25  23 

X-06  .  6.51  23 

X-07  .  6.30  23 

Square  Flush 

X-08  .  4.62  23 

X-09  .  5.88  23 

X-010  .  5.67  23 

X-011  .  6.30  23 

Oblong  Flush 

X-012  . 4.62  23 

X-013  .  5.88  23 

X-014  .  6.09  23 

Round  Box 

X-01 5  .  4.62  23 

X-01 6  .  6.30  23 

Glassware 

V-10  . $  .45  20 

V-11  . 45  20 

E-12  . 57  20 

E-13  . 75  20 

E-14  . 75  20 

E-15  . 99  20 

E-16  . 66  21 

V-17  .  1.20  21 

E-18  . 69  21 

E-19  . 87  21 

E-19x  .  1.08  21 

E-20  . 87  21 

E-20x  .  1.08  21 

V-21a  . 90  21 

V-21b  .  1.56  21 

V-21c  .  2.34  21 

V-21d  .  3.12  21 

V-21e  .  4.50  21 


EXPLANATIONS  OF  CODE 


*Flo 

Flo  before  a  number  designates  that  the  fixture  is  a  Fluorescent. 

‘Power  Factor 

Those  localities  which  insist  upon  Power-factor  corrected  Fluorescent  units  may 
order  any  one  of  our  Fluorescent  fixtures  by  adding  a  ''P.'T.”  to  the  number 
listed  within  these  pages  and  add  $3.00  list  to  the  one  and  two  light  units, 
$6.00  list  to  the  three  and  four  light  units  and  $9.00  list  for  a  five  light  fixture. 

Lamp  Voltage 

Watts  Line  Corrected  Power  Factor 

1 — 15  110/125  90%  Lagging — Higher  at  rated  voltage. 

1 —  20  110/125  90%  Lagging — Higher  at  rated  voltage. 

2— 15  110/125  95%/T00% 

2— 20  110/125  95%/ 100% 

3 —  15  110/125  90%  or  higher  at  rated  voltage. 

3 — 20  110/125  90%  or  higher  at  rated  voltage. 

‘Flo  S 

Designates  a  Fluorescent  fixture  with  "S”  standing  for  Satin-striped  chromium 
metal. 

‘Lu 

Lu,  the  beginning  letters  of  Lumiline  fixtures. 

‘Lu  S 

Lumiline  made  of  Satin-Stripe  Chromium  steel. 

‘HS 

HS  is  used  to  indicate  that  the  fixture  is  one  that  takes  a  Half-shade  glass.  The 
prices  listed  for  HS  fixtures  are  for  2y4"  fitters,  however  these  can  be  supplied 
with  3%''  fitters  at  an  additional  cost  of  $.15  list. 

*B 

B  before  a  number  signifies  that  the  fixture  is  a  Bracket  and  takes  a  cup-glass. 

*CB 

CB  are  the  beginning  letters  of  Cylinder  Brackets. 

‘C 

A  capital  "C"  before  a  word  infers  that  the  fixtures  numbered  are  ceiling  types. 

‘c 

A  small  "c"  after,  or  in  the  middle  of  a  number  is  an  abbreviated  means  of 
stating  that  the  fixture  comes  wired  with  a  convenience  outlet. 

NOTE  ! 

In  ordering  fixtures  or  glassware,  please  be  sure  to  put  the  Numbers  down 
exactly  as  they  are  listed  on  these  sheets,  with  the  letters  fore  and  aft  .  .  . 
so  that  there  will  be  no  error  in  the  shipments.  On  Fluorescent  lighting, 
matters  of  shipment  will  be  greatly  facilitated  if  the  number  of  lights  desired 
is  also  written  on  the  original  order. 
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